GREATER PITTSBURGH AIRPORT, Pittsburgh, Pa. A small 
part of Pittsburgh's world famous airport showing the 
observation deck and three giant airliners in the fore- 
ground. The airport was built at a cost exceeding thirty 
three million dollars and is one of the largest and most 


modern in the world. 
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